WINSTON'S MOTOR COURT 
1 mile North East of Turnpike Gate on U. S. 66 - 75 - 
Okla. 33. 

Tulsa, Okla. 

Central Forced Air Cooling and Heating - Coffee Shop - 
Ultra Modern. Phone 50-7732. 
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Pub. by John W. Gough, Tulsa, Okla. 










